CIGARETTE NICOTINE YIELD RATING FORM 


(1) Brand MARLBORO _Sub-Brand KING F SP (25PKG) 

(2) Most Recent Nicotine Level Reported to the FTC 1.1 _ 

(3) Total Nicotine Content in Cigarette Tobacco (Milligrams per Cigarette) 12.96 

(4) pH of Smoke_ 5.42 _Percent Filter Ventilation 10 

(5) “Nicotine Delivery under Average Smoking Conditions"_2H_ 

(6) Classification_ HIGH _Number of Puffs_ 11.6 _ 

( >1.2 milligrams: high: >0.2-1.2: moderate: .01-0.2: low: <,01: nicotine free) 


PM3000376149 


Source: https://www.industrydocuments.ucsf.edu/docs/nswl0001 



